* Please inquire about current pricing and availability 


KN95 Certified Mask: 





ee Qn Quantities: 500 - 500,000 
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3 Ply Surgical-style Mask: 
Quantities: 500 - 500,000 
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* Please inquire about current pricing and availability 














Quantities: 2,500 — 50,000 

¢ One size fits all 

e Available in Black or White 

e Adjustable nose wire 

e Treated with Fuze patented pathogen 
control application 

e Custom printing available 

e Antimicrobial Wash Bag available 


Custom Full Color Digital Print 





Available options CS printing & antimicrobial wash bags available for additional cost): -Intertek and Nelson Labs 


[ Single Ply Mask 2 Ply Mask 3 Ply Mask w/ Extra Pocket for Carbon Filter FAS i 
100% Cotton Poplin Perfect fit, lightweight, jersey Perfect fit, lightweight, jersey pumped from shipping container 
100% Cotton Poplin High loft microfiber fill through a closed system and applied 


100% Cotton Popli 


FUZE Washable & Reusable Masks: 





Ieee FUZE 


Customizable What is Fuze? 
Antimicrobial Wash Bag e A Proprietary Technology 
ERA a e Chemical Free 


e Mechanically kills harmful, odor 
causing pathogens, stopping them in 
their tracks 


e Approved by the EPA & tested at 





d e Fully sustainable (zero waste)-Fuze is 





lin directly to fabric 





Quantities: 2,400 - 50,000 
Customized: 10,000 — 50,000 


35 Styles available: 





The product images shown are for illustration purposes only — final 
product may vary slightly in appearance 


Custom Graphic Cloth Face Mask: 


e One size fits all e Protection from dust/pollen/droplets 
¢ Elastic earloops * 2layer cotton blend 





Additional Mask Options: 


=| Bandana + 2 Hairbands 
J — Min Qty. 30,000 


Washable & 
Reusable 





Jersey Material 
Daily Face Cover 
— Min Qty. 2,400 





BLANK or BRANDED 
100% Cotton Mask 
— Min Qty. 500 





Contact: Matt Thompson 509.969.8320 matty_t746@hotmail.com 









* Please inquire about current pricing and availability 





FDA Approved Hand Sanitizer Gel: 
Minimum Qty: 4,800 per size 
Active ingredient - 70% Ethanol 


FDA, 


APPROVED 






Sanitizing 75% Alcohol 
To-go Wet Wipes: r DYN l 
Minimum Qty: 5,000 packs APPROVED 








Hand 
Sanitizer 
! l Hand 
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2 FL OZ 4 FL OZ 8 FLOZ 12FLOZ 16.9 FL OZ 





EDA À o Antibacterial Sanitizer Wipes: 
APPROVED , Minimum Qty. 1,800 (1 wipe per packet) 
Custom Imprint Active ingredient - 62% Alcohol % Haat 
th 
FDA Approved etn 
Aloe Sanitizer Gel: Custom Imprint 
Active ingredient - 70% Alcohol SAVE LIVES . 
(X Gel Packets: 


Minimum Qty. 500 

Active ingredient - 62% Alcohol 
White or silver packets 

1+ color imprint 


Includes a full color imprint, 
one location 





2FLOZ 8FLOZ 
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* Please inquire about current pricing and availability 





Lightweight Full-Face Shield: 


Minimum Qty. 1,000 
100% optically clear poly carbonate 
Reusable - disinfect with alcohol 







Disposable Nitrile 
Gloves: 
Minimum 
Qty. 1,000 


18mm ; 


an 


Available sizes: 
Small/Medium/Large 





20mm 113" 





FDA Approved Reusable |FDA 
Forehead Thermometer: “"""°’*® 








—— 2 Non-Contact Minimum Qty. 250 
: Provide Core 
} Í Infrared , 
i ) Thee Eien Temperature Quickly £ 
l Minimum Qty. 25 
fi ie) CE & FCC certified 

Clear Safety Glasses with a Í 
Anti-Fog Lens: a Ga a 
Minimum Qty. 144 9 = = 
The product images shown are for illustration purposes only — final Contact: Matt Thompson 509.969.8320 matty i7é6@hotmallcam 


product may vary slightly in appearance 


